



HOUSE OF REPRESENTATIVES, U.S. 

WASHINGTON, D C. 


.Mjgy„.2LQ.—. , 196-6- 


Respectfully referred to 


Congressional Liaison 
Warren Commission 
VTO Building 
200 Maryland Avenue 
Washington, D.G. 

The attached material is 
self-explanatory. 

Will you please provide infor- 
mation on which to base a reply, 
as may be appropriate. 


Mr. J. A. Julier 
224 Douglas Road 
Chappaqua, New York 


Very respectfully, 

(by Emily C. Davis) 

M.C., „ 26 th— - District. 

Itt— 7635fr-l 











